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COPY ^ OF 


Machine T^Wle (Sunil wachi.ni.ug Jobs Cor test act-ups, week- up o, breadboards, 
system assembly, etc. iv*t. v -nd i neon vent cnee of taking »anll Jobo to 
Main Plant taodel 


”lb»t«x” punch press, 18 station, 10BK- 5/ 
’TJWltlF tool grinder, Model 23-418 
"Bd-acro" neteber (90' - 6"x6") 

Banal tivc drill preos (Hamilton, 1/4” capacity 
Milling Machine, Bridgeport Modal 12B&4 
Lathe - Swing Harrison- type, ll”*40" 

Matal bending brake, "Di -aero", 24” capacity 
Matal cutting shear, "Pexto”, 36" capacity 

Bounded Total 


$ 1 , 200.00 

> 00.00 

245.00 

575.00 


2 . 500.00 

2 . 550.00 
350.00 



Oirktoqli (Test fils processing and experimental work an fil« spectra require 
darkroom . Some film wi 11 be classified and would require security.) 


Refrigerator for film storage | 50.00 
Sink, SS, 24"x48"x 10", #24*<3-TR, Calumet 200.00 
Duck board for sink, .'IS, Calumet 35.00 
Developing Tanks including lids (2), 86 Calumet, #8-20 65.00 
Storage tanks, 10 gal. cap. (2), SS, T101R 65.00 
Power mixer, EC-2 50.00 
Regulator 150.00 
70nst processing unit - HLkkon 200.00 
Misc. itews (trays, developers, hypo, clips, etc.) 15Q.QQ 

Rounded Total $ 905.00 


Optical Tgjs t . Kfluigpgut (Optical testa of special censing components and system, 
and car talu experimental activities.) 


Challenge Layout Plate, 48" x 120", L0-48120 $1,304.00 

Challenge Plate stand, 48" x 120", 48120S 501.00 

Power unit for concentrated arc lamp - Gates, Model 6Z2U 35.00 
Knife-edge and pin hole source, PECO 50.00 

Micrometer slide, Gaertncv, M303A 333.00 

Pilar eyepiece micrometer - Gacrtncr, K202 90.00 

Binocular Microscope - complete, B&L 550.00 

Plash source, Ascorlight (1/10,000) A901 900.00 

(1/1000) 150.00 

Resolution Targets, High £. J.t>w Contrasts - Wal.E.Curley 200.00 

Sine wave target, UGAF 1951 200.00 

Set of parallels, 6" x 1" x 1/4", Starrct 12.00 

Inside micrometers 2" to 32", Starrct 65.00 

Rounded To t a 1 $4 , 400 . 00 


Approved For Release 2001/03/01 : CIA-RDP33-02415A000500390052-6 



Approvea For Rt 


A-dtih 

Cmit 'd) 


33-02V5A000500390052-6 


■ ) (Kl0Ctg ° ntC "° dcl • h °P require for breadboard!,^ 


A) Equipment known to be aval Uble in Model Shop 

Oicilleacope (2) Tektronix 535 or 945 1-P lMi 

Audio Oscillator, l-f 200C0 ^ 

Counter, H-P 5221 

Voltmeter, H-P 4000 

uecl 1 1 os cope, 8-f 1204 

Wave Anelyeer, <at 7 HA 

Dietortlon Analyser, by jjq | 

Multimeter (3) fiapeen 260 
Voltmeter (VTtM) (2) RCA Vololwyet 
!>erw Analyser, Swrvo Carp. liftQA 
VigcL l lo scope Camera, Dawnt 
Vo 1 tractor, D.C. VTUM RUlivac 
Mlcrovolter, c.l. S46 C 
Watt Meter, We a t on 433 
Aawctci - A . C . , Weston 433 
Resistance Decades (4) G,R. 

Capacity Decides (4) G.H. 

Pulse Generator, Tektronix 161 
Square Wav© Generator , Tektronix 105 
Preq. Changer, Sorenseon FCR-750 
Variaca (2) G.R. V 10 
Impedance Bridge, G.R. 16 50 -A 
Translator Tester, Paco 
Oven, 

Power Supply (2), 200- 5(JOV, 100 M 
Power Supply (2), 400H, 120V 31 

Recorders (2), Iruah 

Rounded Total 

B) Equipment probably required regardless of location 
Servo Bridge, Theta 

R.F.I. Meter, Stoddart W-30A (AM/URM-47) 

R.P.I. Meter, " HM-S0A <AH/fflW-l7) 

Shake Table, Ling 

Power Supply (3) , 207 D.C., 5A 

Oscilloscope, Hughes Helioscope 

Rounded Total 

ROUNDED GgAIHi TOTAL 
LIST ii 


♦4,000.00 

160.00 

1,000.00 

230.00 

430.00 
1,400.00 

410.00 

150.00 

150.00 
2,000.00 

250.00 

150.00 

150.00 
50.00 

50.00 

200.00 
200.00 
100.00 

400.00 

300.00 

70.00 

440.00 

50.00 

300.00 

500.00 

400.00 


$ 500.00 
2,000.00 
2,000.00 
4,000.00 
1 , 200 . 00 

$12, 700 .00 


HJK/ea 


'♦KANO TOTAL 
LISTS #1 & 2 


♦41, 136.00 
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